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25X1 
Following the explosion in the Groz&vesti pover plant, which the authorities 


do not believe te have been an accident, approximately 130 technicians and 
600 workers, employed in power plants in all parts of the country, have 
been discharged, These employees were dismissed because they were not 
trusted by the rezine. 


; This document is hereby regraded to 
CONFIDENTIAL in accordance with the 
letter of 16 October 1978 from the 


Director of Central Intelligence to the 
Archivist of the United States. 


Next Review Date: 2008 


patneteeietate te 


Decument No, _.. sf 


CLASSIFICATION SECKit | : 


CONFIDENTIAL 


Approved For Release 2003/08/11 : CIA-RDP82-00457R005100640001-8 


